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enterotoxigenic E. coli, 252 
L. pneumophila, 843 
parainfluenza virus type 2, 258 
respiratory syncytial virus, 258 
variation in S. aureus, 245 
Antimicrobial susceptibility testing 
gram-negative bacilli, 934 
quality control, 231 
Antisera 
simian virus 
inhibition of virus replication, 824 
API 20C kit 
Candida identification, 513 
API 20E system 
Enterobacteriaceae identification, 120 
P. haemolytica identification, 433 
P. multocida identification, 433 
Arachnia 
fluorescent-antibody staining, 15 
Arthritis 
septic 
Rhodococcus, 209 
Autobac system 
bacteriuria detection, 147 
susceptibility testing disks 
quality control, 814 
urine screening optimization, 677 
AutoMicrobic system 


Enterobacteriaceae identification, 151, 331, 491, 895 


gram-negative bacilli, 934 
Yeast Biochemical Card 
yeast identification, 351 
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Auxanography 
atypical Candida, 652 


Bacilli 
gram-negative 
antimicrobial susceptibility testing, 934 
AutoMicrobic system, 934 
fingerprinting, 1105 
thermophilic sporeforming 
similarity to legionellae, 794 
BACTEC system 
bacteremia diagnosis, 478 
Bacteremia 
diagnosis, 478 
P. paucimobilis, 1070 
P. pickettii, 781 
Bacteria 
anaerobic 
differentiation by PathoTec strip test, 459 
differentiation by spot esculin hydrolysis, 459 
distinguishing gram-positive from gram-negative, 


444 
antibody-coated 
enzyme immunoassay, 42 
antigen detection, 681 
counterimmunoelectrophoresis, 681 
gram-negative 
distinguishing from gram-positive, 444 
gram-positive 
distinguishing from gram-negative, 444 
group JK 
antibiotic resistance, 472 
hospitals, 472 
immunofluorescence, 1119 
recovery from blood, 503 
Bacteriocins 
production in Bacteroides, 594 
Bacteriuria 
detection, 85, 147, 158 
Bacteroides 
bacteriocin production, 594 
Bacteroides fragilis 
immunofluorescence, 798 
relationship of serological groups and deoxyribonu- 
cleic acid homology groups, 369 
Bacteroides melaninogenicus 
immunofluorescence, 798 
Benzidine test 
separation of staphylococci from micrococci, 1031 
Beta-lactamase 
B. catarrhalis 
otitis media, 222 
H. influenzae 
iodometric spot test, 224 
Blood cultures 
gram-negative bacilli, 934 
neonatal 
group B streptococci, 279 
Blood donors 
herpes simplex virus, 36 
Branhamella (Neisseria) catarrhalis 
otitis media, 222 
respiratory tract infections, 1066 
Brucella 
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antibodies, 398 
microagglutination test, 398 


Calves 
diarrhea, 1011 
Campylobacter fetus subsp. jejuni 
isolation on selective media, 326 
long-term infections, 846 
transport and storage techniques for isolation, 438 
turkey cecal specimens, 438 
turkey processing plant, 266 
Candida 
antigenemia detection, 10 
API 20€ kit, 513 
atypical 
diagnostic characters, 199 
rapid auxanography, 652 
latron serological Candida Check kit, 513 
serum quantification, 750 
Candida albicans 
carbon compound assimilation, 163 
Candidiasis, 10 
Capnocytophaga ochracea 
septicemia, 643 
Carbohydrate fingerprints 
streptococci, 89 
Carbon compounds 
assimilation by C. albicans, 163 
Catalase test 
68°C 
mycobacteria differentiation, 998 
Cell cultures 
chicken embryonic 
Venezuelan encephalitis virus assay, 947 
C. trachomatis, 705 
guinea pig 
group A coxsackieviruses, 588 
influenza virus isolation, 233 
primary monkey kidney 
inhibition of virus replication, 824 
sarcoma 
immunofluorescence test for cytomegalovirus 
antibodies, 206 
Center for Disease Control Diagnostic Immunology 
Proficiency Testing Program, 356 
Charcoal particle test 
rheumatoid factor, 994 
Chemiluminescence 
neutrophil 
H. influenzae type b opsonins, 532 
measurement, 390 
Chlamydia trachumatis 
amino acid requirements, 427 
cell cultures, 705 
isolation by microtest procedure, 1036 
Cholera 
diagnosis, 696 
Clostridium botulinum 
isolation on selective medium, 526 
Clostridium perfringens 
enterotoxin, 940 
Coagglutination 
H. influenzae type b, 1122 
klebsiellae capsular typing, 609 
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staphylococcal 
C. neoformans, 828 
Cocci 
anaerobic gram-positive 
deoxyribonuclease production, 787 
hemolysin production, 787 
ribonuclease-production, 787 
Complement 
relation to P. falciparum gametocytemia, 195 
Complement-enhanced neutralizing-antibody assay 
respiratory syncytial virus antibodies, 957 
Complement tixation assay, 888 
Conjunctivitis 
adenovirus, 395 
Corynebacterium pseudotuberculosis 
phospholipase D activity, 335 
Corynebacterium ulcerans 
phospholipase D activity, 335 
Co-trimoxazole 
susceptibility tests, 613 
Counterimmunoelectrophoresis 
anti-candida serum quantification, 750 
bacterial antigens, 681 
L. pneumophila envelope antigens, 637 
nonspecific precipitant formation, 877 
Coxsackievirus 
group A 
guinea pig embryo cell cultures, 588 
Cryptococcosis 
stain for histopathological diagnosis, 383 
Cryptococcus neoformans 
staphylococcal coagglutination, 828 
Cytomegalovirus 
antibodies, 206, 416, 1026 
enzyme-linked immunosorbent assay, 416 
immunofluorescence test, 206 
indirect hemagglutination test, 1026 


Dengue virus 
antibodies, 401 
inhibition countercurrent i lectroph 


401 
Deoxyribonuclease 
production by anaerobic gram-positive cocci, 787 
Deoxyribonucleic acid 
homology groups 
relation to serological groups in B. fragilis, 369 
plasmid 
fingerprinting gram-negative bacilli, 1105 
Diarrhea 
E. coli, 1011 
K99 antigen-positive enterotoxigenic E. coli, 252 
rotavirus, 1011 
Diethyl ether 
Formalin-ether sedimentation, 709 
Dirofilaria immitis 
antibodies, 309 
fluorescent immunoassay, 309 


D. immitis antibodies, 309 


Ebola virus 
plaque assay, 791 
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embryonated 
influenza virus isolation, 233 
Eikenella corrodens 
growth in various atmospheres of incubation, 951 
growth in various media, 951 
Electron microscopy 
direct 
gastroenteritis virus, 976 
immune 
gastroenteritis virus, 976 
Electrophoresis 
agarose gel 
fingerprinting gram-negative bacilli, 1105 
genome ribonucleic acid, 272 
rotavirus epidemiology, 272 
Elek test 
E. coli enterotoxin detection, 1 
Encephalitis virus 
Venezuelan 
chicken embryonic cell cultures for assay, 947 
T. amboinensis mosquitoes for assay, 947 
Endotoxin 
E. coli 
binding properties, 49 
native 
Limulus amoebocyte lysate response, 167 
Entamoeba histolytica 
antibodies, 646 
enzyme-linked immunosorbent assay, 646 
Enteric fevers 
serodiagnosis by enzyme-linked immunosorbent as- 
say, 106 
Enterobacteriaceae 
API 20E system, 120 
AutoMicrobic system, 151, 331, 491, 895 
Entero-Set 20 system, 120 
microbial enzyme activity profiles, 483 
Repliscan system, 58 
Enterococci 
antibiotic synergy, 73 
Entero-Set 20 system 
Enterobacteriaceae identification, 120 
Enterotoxin 
C. perfringens, 940 
heat-labile 
enterotoxigenic E. coli, 1 
heat-stable 
Y. enterocolitica, 783 
Enzyme immunoassay 
adenovirus antigens, 258 
antibody-coated bacteria, 42 
hepatitis B virus antibodies, 618 
parainfluenza virus type 2 antigens, 258 
respiratory syncytial virus antigens, 258 
reverse 
Toxoplasma antibodies, 859 
time course, 738 
tobramycin, 93 
Enzyme-linked immunosorbent assay 
bead counting and dispensing device, 801 
bovine leukemia virus antibodies, 46 
chemiluminescent 
herpes simplex virus, 97 
immunoglobulin G quantification, 97 
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cytomegalovirus antibodies, 416 
E. histolytica antibodies, 646 stain, 807 
gastroenteritis virus, 976 Fluorescent-antibody 
hepatitis B virus antibodies, 405 cervicovaginal smear staining, 15 
H. influenzae type b antibodies, 1080 L. dumoffii, 778 
influenza A virus antibodies, 554 L. micdadei isolate characterization, 720 
influenza B virus antibodies, 554 reagents 
mycobacterial glycolipids, 1007 fluorescein-to-protein ratios, 498 
N. meningitidis serotyping, 449 Fluorescent-antibody assay 
pertussis immunoglobulin A, 286 respiratory syncytial virus antibodies, 957 
rubella virus antibodies, 850 Fluorescent immunoassay 
Salmonella enteric fever serodiagnosis, 106 D. immitis antibodies, 309 
serotype polymorphism, 449 Formalin-ether sedimentation 
Enzymes diethyl ether, 709 
activity profiles ethyl acetate, 709 
Enterobacteriaceae identification, 483 Formalin-ethyl acetate sedimentation 
hydrolytic intestinal parasites, 882 
M. bovis, 269 Formalin-ethyl ether sedimentation 
L. pneumophila, 423 intestinal parasites, 882 
yeast Frequency-pulsed electron capture gas-liquid chro- 
detection, 393 matography 
Erythrocytes N. meningitidis metabolic analysis, 836 
agglutination, 301 Fusobacterium 
freeze-dried selective medium, 666 
indirect hemagglutination test, 1026 Fusobacterium necrophorum 
Escherichia coli differential medium, 666 
bacteremic 
nutritional requirements, 606 
colicinogenic 
toxin detection, 179 
colonization factor antigens, 301 
endotoxin 
binding properties, 49 


Gametocytemia 
P. falciparum 
relation to complement, 195 
Garter snakes 
aerobic bacterial oral flora, 954 
cchamnimdianaen, 108 pathogenic potential of normal flora, 954 
Gas chromatography 
Se mycolic acid cleavage products, 899 
diarrhea in calves, 1011 Ben Menill de t h 
ration method, 130 
frequency-pulsed electron capture 
heat-labile enterotoxin detection, 1 N. meningitidis metabolic analysis, 836 
K99 antigens, 252 K. pneumoniae, 313 
toxin detection, 179 G rae 
astroenteritis 
erythrocyte agglutination, 301 
extraintestinal infections, 171 fecal O08 
heat-labile enterotoxin G 
Elek test, 1 
h 171 direct electron microscopy, 976 
171 enzyme-linked immunosorbent assay, 976 
— © immune electron microscopy, 976 
uropathogenic 


Gentamicin 
waa adhesions, 1088 assay proced 742 


treatment of influenza B virus antigens, 54 x susceptibility H : 
resistant S. aureus strains, 754 
Ethyl acetate 


Formalin-ether sedimentation, 709 Gly —— rial 
Exflagellation 
. ites, 236 enzyme-linked immunosorbent assay, 1007 
malarial parasites, hemagglutination test, 1007 
: Guinea pigs 
rickettsiae, 609 cell cultures, 588 
Fc receptors L. pneumophila antibodies, 726 
group A streptococci 
immunoglobulin A protease activity, 991 Haemophilus influenzae 
Fingerprinting antigens 
gram-negative bacilli, 1105 nephelometric determination, 540 
Finger-stick specimen collection beta-lactamase detection, 224 
seroepidemiology of hepatitis A virus antibodies, type b 
217 antibodies, 1080 
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coagglutination, 1122 
enzyme-linked immunosorbent assay, 1080 
opsonins, 532 
Hemadsorption immunosorbent technique 
rubella virus antibodies, 410 
Hemagglutination inhibition 
ether treatment of influenza B virus antigens, 54 
mumps virus antibodies, 870 
passive 
candida antigenemia detection, 10 
rubella virus antibodies, 818, 850 
Hemagglutination test 
indirect 
cytomegalovirus antibodies, 1026 
freeze-dried erythrocytes, 1026 
L. pneumophila serogroups 1 to 4, 1040 
mycobacterial glycolipids, 1007 
passive 
enterobacterial common antigen antibodies, 1074 
rubella virus antibodies, 226 
Hemagglutinin 
enzyme-linked immunosorbent assay, 554 
Hemolysins 
production by anaerobic gram-positive cocci, 787 
relation to E. coli serotypes and hemagglutination 
types, 171 
Hemolysis 
V. cholerae biotype El Tor, 126 
Hepatitis A virus 
antibodies 
seroepidemiology, 217 
Hepatitis B core antigen 
immunoglobulin M antibodies, 405, 618 
Hepatitis B surface antigen 
immunoglobulin M antibodies, 405 
Hepatitis B virus 
antibodies, 405, 618 
core antigen, 405, 618 
enzyme immunoassay, 618 
enzyme-linked immunosorbent assay, 405 
HEp-2 tissue culture test 
E. coli enteroinvasiveness, 596 
Shigella enteroinvasiveness, 596 
Herpes simplex virus 
antibodies 
correlation with lymphocyte stimulation, 36 
direct immunofluorescence, 913 
enzyme-linked immunosorbent assay, 97 
indirect immunoperoxidase test, 913 
viral isolation, 913 
Hippurate 
hydrolysis by L. pneumophila, 240 
Histoplasma capsulatum 
antibodies, 66 
radioimmunoassay, 66 
Histoplasmosis 
antibody determination, 66 


Iatron serological Candida Check kit 
Candida identification, 513 
Immunoelectrophoresis 
inhibition countercurrent 
dengue virus antibody quantitation, 401 


iuorescence 
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bacterial pathogens, 1119 
B. fragilis, 798 
B. melaninogenicus, 798 
direct 
herpes simplex virus, 913 
immunoglobulin M antibodies, 631 
multiple-antigen slide test, 631 
solid-phase 
L. pneumophila antibodies, 726 
Immunofluorescence assay 
indirect 
L. pneumophila, 139 
Immunofluorescence staining 
Paraplast sections, 996 
variola virus, 723 
Immunofluorescence test 
automated 
toxoplasmosis, 283 
cytomegalovirus antibodies, 206 
Immunoglobulin 


enzyme-linked immunosorbent assay, 286 
H. capsulatum, 66 

protease activity, 991 

radioimmunoassay, 66 


S. aureus, 1046 


enzyme-linked immunosorbent assay, 97 
H. capsulatum, 66 
radioimmunoassay, 66 
synthesis in central nervous system, 30 
tuberculous meningitis, 30 
M 
cytomegalovirus, 416 
enzyme immunoassay, 618 
enzyme-linked immunosorbent assay, 405, 416 
H. capsulatum, 66 
hemadsorption immunosorbent technique, 410 
hepatitis B virus, 405, 618 
multiple-antigen slide test, 631 
radioimmunoassay, 66 
reverse enzyme immunoassay, 859 
rubella virus, 410, 698 
separation by multi-sample gel chromatography, 
248 
solid-phase reverse immunosorbent test, 698 
sucrose density gradient centrifugation, 698 
Toxoplasma, 859 
Immunoperoxidase assay 
U. urealyticum serotyping, 670 
Immunoperoxidase staining 
rubella virus, 627 
Immunoperoxidase test 
indirect 
herpes simplex virus, 913 
Immunoprecipitation 
N. meningitidis serotyping, 449 
Indirect immunofluorescence assay 
L. pneumophila, 139 
Indirect immunoperoxidase test 
herpes simplex virus, 913 
Influenza A virus 
antibodies, 554 
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enzyme-linked immunosorbent assay, 554 
Influenza B virus 
antibodies, 554 
enzyme-linked immunosorbent assay, 554 
ether treatment of antigens, 54 
Influenza virus 
isolation with embryonated eggs and cell cultures, 
233 
Inhibition countercurrent i lectrophoresis 
dengue virus antibodies, 401 
Intravenous sites 
safe duration times, 833 
Iodometric spot test 
H. influenzae beta-lactamase detection, 224 
Isocitrate lyase 
Y. pestis, 661 


Klebsiellae 
capsular typing, 609 

Klebsiella pneumoniae 
isolation on selective medium, 1114 
pyrolysis-gas-liquid chromatography-mass spec- 

trometry, 313 
Kluyvera ascorbata sp. nov., 919 
Kluyvera cryocrescens sp. nov., 919 


La Crosse virus 
hemagglutinating antigens, 601 
serodiagnosis, 344 
Latex agglutination 
anti-candida serum quantification, 750 
klebsiellae capsular typing, 609 
typhus antibodies, 214 
Legionella 
isolation by low-pH treatment, 714 
isolation from environmental water samples, 714 
isolation on selective medium, 714 
Legionellaceae 
differentiation by charcoal-yeast extract medium, 
380 
Legionella dumoffii 
fluorescent-antibody, 778 
Legionellae 
similarity of thermophilic sporeforming bacilli, 794 
Legionella micdadei 
fluorescent-antibody examination, 720 
isolate characterization, 720 
Legionella pneumophila 
amino acid requirements, 865 
antibodies, 726 
distribution in primates, 508 
antigens, 843 
capsular-like envelope antigens, 637 
enzymatic profile, 423 
growth on chemically defined medium, 115 
hippurate hydrolysis, 240 
indirect immunofluorescence assay, 139 
metal requirements, 688 
serogroup 1 
antigen quantitation, 843 
serogroups | to 4 
indirect hemagglutination test, 1040 
seroreactivity, 1096 
solid-phase i yf escence, 726 
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Leptospira interrogans 
surface colonies, 102 
Leukemia virus, bovine 
antibodies, 46 
enzyme-linked immunosorbent assay, 46 
Light scatter photometry 
bacteriuria detection, 147 
Limulus amoebocyte lysate 
response to native endotoxin, 167 
Limulus amoebocyte lysate assay 
bacteriuria detection, 158 
Lymphocyte stimulation 
correlation with herpes simplex virus antibodies, 36 
Lyophilization 
storage of reference cultures and clinical isolates, 
805 


Lysostaphin disk test 
staphylococci, 1023 


Malaria 
parasite exflagellation, 236 
Mannose 
adhesins, 1088 
uropathogenic EZ. coli, 1088 
Mass spectrometry 
K. pneumoniae, 313 
McCoy cell cultures 
C. trachomatis, 427 
Medium 
charcoal-yeast extract 
Legionellaceae differentiation, 380 
chemically defined 
L. pneumophila growth, 115 
differential 
F. necrophorum, 666 
E. corrodens growth, 951 
New York City 
N. gonorrhoeae recovery, 963 
selective 
C. botulinum isolation, 526 
C. fetus subsp. jejuni isolation, 326 
Fusobacterium, 666 
K. pneumoniae isolation, 1114 
Legionella isolation, 714 
selective 7H10 
mycobacteria isolation, 76 
Meningitis 
P. denitrificans, 1004 
tuberculous 
immunoglobulin G, 30 
Methicillin 
resistant S. aureus strains, 754 
4-Methylumbelliferyl substrates 
yeast enzyme detection, 393 
Mice 
P. ureae, 1049 
Microagglutination test 
brucella antibodies, 398 
Micrococci 
separation from staphylococci, 1031 
Microdilution susceptibility test panels 
reader error in determining minimal inhibitory con- 
centrations, 228 
Microscopy 
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acid-fast 

polycarbonate membrane filter sputum sedi- 
ments, 1109 " 

Microtest procedure 
C. trachomatis isolation, 1036 

Minimal inhibitory concentrations 
reader error in determination, 228 

Minitek system 

nonfermenter identification, 572 

P. haemolytica identification, 433 

P. multocida identification, 433 


Monkeys 
squirrel 
. pseudotuberculosis, 519 
Moraxella bovis 
hydrolytic enzymes, 269 
Mosquitoes 


Venezuelan encephalitis virus assay, 947 
Multiple-antigen slide test 

immunoglobulin M antibodies, 631 
Multi-sample gel chromatography 

immunoglobulin M separation, 248 
Mumps virus 

antibodies, 870 

hemagglutination inhibition, 870 
.Aycobacteria 

differentiation, 998 

identification, 468 

isolation with selective 7H10 medium, 76 

mycolic acid cleavage products, 899 
Mycobacterium chelonei, 6 
Mycobacterium fortuitum, 6 
Mycobacterium fortuitum complex 

differentiation, 989 
Mycobacterium kansasii 

isolation from water, 969 
Mycobacterium tubercuiosis 

antibiotic susceptibility testing, 908 
Mycolic acid 

cleavage products, 899 
Mycoplasma pneumoniae 

seroreactivity, 1096 


Nasopharyngeal secretions 
pertussis immunoglobulin A, 286 
Nasopharyngeal specimens 
viral antigen detection, 258 
Neisseria gonorrhoeae 
inhibition by sodium polyanetholesulfonate, 463 
recovery from clinical specimens, 963 
recovery on New York City medium, 963 
Neisseria meningitidis 
metabolic analysis by frequency-pulsed electron 
capture gas-liquid chromatography, 836 
serotyping by enzyme-linked immunosorbent assay, 
449 
serotyping by i 
Neotoma floridana 
rabies, 238 
Nephelometry 
H. influenzae antigens, 540 
Neutralizing-antibody assay 
complement-enhanced 
respiratory syncytial virus antibodies, 957 


itation, 449 
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respiratory syncytial virus antibodies, 957 
Neutrophils 


ence measurement, 390 
Nocardia asteroides 
serotype distribution, 548 


Opsonins 

H. influenzae type b, 532 
Osteomyelitis 

Rhodococcus, 209 
Otitis media 

B. catarrhalis, 222 
Oxidase 

variability in A. hydrophila, 1054, 1117 
Oxidase test 

separation of staphylococci from micrococci, 1031 
Oxi/Ferm system 

P. haemolytica identification, 433 

P. multocida identification, 433 


Parainfluenza virus 
type 1 
plaque neutralization assay, 730 
type 2 
antigens, 258 
enzyme immunoassay, 258 
plaque neutralization assay, 730 
radioimmunoassay, 258 
type 3 
plaque neutralization assay, 730 
Paraplast sections 
immunofluorescence staining, 996 
trypsin digestion, 996 
Parasites 
intestinal 
detection, 882 
malarial 
exflagellation, 236 
Pasteurella haemolytica 
API 20E system, 433 
Minitek system, 433 
Oxi/Ferm system, 433 
Pasteurella multocida 
API 20E system, 433 
biotypes, 566 
characteristics, 566 
Minitek system, 433 
Oxi/Ferm system, 433 
Pasteureila ureae 
isolation from mice, 1049 
PathoTec strip test 
anaerobic bacteria differentiation, 459 
Peptide digest analysis 
V. cholerae protease activities, 80 
Phospholipase D 
C.p dotubercul 
C. ulcerans, 335 
Piglets 
diarrhea, 252 
Plaque assay 
ebola virus, 791 
Plaque neutralization assay 
parainfluenza virus type 1, 730 
parainfluenza virus type 2, 730 


is, 335 
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parainfluenza virus type 3, 730 

respiratory syncytial virus, 730 
Plasmodium falciparum 

gametocytemia 

relation to complement, 195 

Poliovirus type 1 

oral vaccine 

infective dose determinations, 388 

Polyanetholesulfonate 

N. gonorrhoeae inhibition, 463 
Polycarbonate membrane filters 

acid-fast microscopy, 1109 
Polyethylene glycol precipitation 

La Crosse virus antigen production, 601 
Polyvinyl alcohol 

Formalin-ether sedimentation, 709 

specimen preservation, 709 
Precipitins 

anti-candida serum, 750 
Primates 

L. pneumophila antibodies, 508 
Protease 

insmunoglobulin A, 991 

V. cholerae, 80 
Providencia stuartii 

antibiotic resistance, 1099 

transferable urease activity, 561 
Pseudomonas 

fouling of a cooling system, 1060 
Pseudomonas aeruginosa 

amikacin disk susceptibility tests, 1000 

gentamicin disk susceptibility tests, 1000 

pyocyanin production, 456 

Tech agar, 456 
Pseudomonas denitrificans 

meningitis, 1004 
Pseudomonas paucimobilis 

bacteremia, 1070 
Pseudomonas pickettii 

bacteremia, 781 
Pyocyanin 

P. aeruginosa, 456 
Pyrolysis 

K. pneumoniae, 313 


Quantitative direct plating 
bacteremia diagnosis, 478 


Rabies 
naturally acquired, 238 
N. floridana, 238 

Radioimmunoassay 
adenovirus antigens, 258 
bead counting and dispensing device, 801 
H. capsulatum antibodies, 66 
perainfluenza virus type 2 antigens, 258 
respiratory syncytial virus antigens, 258 
t 


Eastern wood 
rabies, 238 
Repliscan system 
Enterobacteriaceae identification, 58 
Respiratory syncytial virus 
antibodies, 957 


J. CLin. MICROBIOL. 


antigens, 258 
complement-enhanced neutralizing-antibody assay, 
957 
enzyme immunoassay, 258 
fluorescent-antibody assay, 957 
neutralizing-antibody assay, 957 
plaque neutralization assay, 730 
radioimmunoassay, 258 
Rheumatoid factor 
charcoal particle test, 994 
Rhodococcus 
osteomyelitis, 209 
septic arthritis, 209 
Rhodococcus (Corynebacterium) equi 
isolation from contaminated sources, 219 
Ribonuclease 
production by anaerobic gram-positive cocci, 787 
Ribonucleic acid 
genome 
electrophoresis, 272 
Rickettsiae 
fatty acid composition, 603 
Rotavirus 
diarrhea in calves, 1011 
molecular epidemiology, 272 
neonatal susceptibility, 22 
Rubella virus 
antibodies, 226, 410, 698, 818, 850 
enzyme-linked immunosorbent assay, 850 
hemadsorption immunosorbent technique, 410 
hemagglutination inhibition, 818, 850 
immunoperoxidase staining, 627 
passive hemagglutination test, 226 
serodiagnosis, 248 
solid-phase reverse immunosorbent test, 698 
sucrose density gradient centrifugation, 698 


Safranin O 

antigen stain 

microagglutination test, 398 

Salmonella 

enteric fever serodiagnosis, 106 
Salmonellosis, 855 
Sceptor system, 184 
Schaudinn fixative 

modification, 204 
Septicemia 

A. succiniciproducens, 811 

C. ochracea, 643 

yeasts, 655 
Serény test 

E. coli enteroinvasiveness, 596 

Shigella enteroinvasiveness, 596 
Serological titers 

estimating reproducibility, 760 
Shigella 

enteroinvasiveness, 596 

transport methods, 789 
Solid-phase immunofluorescence 

L. pneumophila antibodies, 726 
Solid-phase reverse immunosorbent test 

rubella virus antibodies, 698 
Spot esculin hydrolysis 

anaerobic bacteria differentiation, 459 
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Staphylococci 
lysostaphin disk test, 1023 
separation from micrococci, 1031 
Staphylococcus aureus 
antibodies, 1046 
antigen variation, 245 
atopic patients, 1046 
gentamicin-resistant strains, 754 
immunoglobulin F, 1046 
methicillin-resistant strains, 754 
teichoic acid antibody assay, 293 
Streptococci 
beta-hemolytic 
pharyngeal carriers, 1017 

carbohydrate fingerprints, 89 

group A 
immunoglobulin A protease activity, 991 
throat cultures, 891 

group B 
neonatal blood cultures, 279 

Suckling mouse bioassay 


Y. enterocolitica enterotoxin detection, 783 


Sucrose density gradient centrifugation 
rubella virus antibodies, 698 
Suifamethoxazole 
co-trimoxazole susceptibility tests, 613 


Tech agar 

P. aeruginosa identification, 456 
Teichoic acid antibody assay 

technical aspects, 293 
Tobramycin 

enzyme immunoassay, 93 
Toxin pools 

E. coli, 179 
Toxoplasma 

antibodies, 859 

reverse enzyme immunoassay, 859 
Toxoplasmosis 

automated i »fluor ‘escence test, 283 
Toxorhynchites amboinensis 

Venezuelan encephalitis virus assay, 947 
Trichomonas vaginalis 

ankylosing spondylitis, 880 
Trichophyton mentagrophytes, 62 
Trichophyton rubrum, 62 
Trimethoprim 

co-trimoxazole susceptibility tests, 613 
Trypsin 


effect on neonatal susceptibility to rotavirus, 22 


Paraplast section digestion, 996 
Turkeys 


C. fetus subsp. jejuni, 266, 438 
Typhus 

antibodies, 214 

latex agglutination, 214 


Ureaplasma urealyticum 
antimicrobial susceptibility, 320 
color changes in cultures, 598 
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matography, 165 
Enzymatic characterization 
gram-negative bacteria 
API ZYM system, 288 
Enzyme immunoassay 
cytomegalovirus antibodies, 427 
tick-borne encephalitis virus, 141 
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enzyme-linked immunosorbent assay, 6 
Y. enterocolitica, 6 


brucella, 24 
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lysine decarboxylation 
P. morganii, 365 
Pneumonia 
enteric group 15, 596 
Enterobacteriaceae, 596 
Polyacrylamide gel electrophoresis 
double-stranded ribonucleic acid 
rotavirus, 273 
Polyethylene glycol 
streptococcal grouping antisera, 433 
Polypeptides 
respiratory syncytial virus, 501 
Protein 
M 
extraction with nitrous acid, 530 
group A streptococci, 530 
soluble 
A. actinomycetemcomitans, 376 
Proteus morganii 
plasmid-encoded lysine decarboxylation, 365 
Pseudomonads 
fluorescent 
growth at 42°C, 492 
Pseudomonas 
colonization 
effects of bathing, 404 
Pseudomonas aeruginosa 
enzyme profiling, 55 
Pseudomonas pseudomallei 
antibodies, 361 
melioidosis, 361 
Pyridoxal 
S. mitior (mitis) dependence, 266 


Quantitative direct plating 
bacteremia diagnosis, 661 
H. influenzae, 661 


Rabies virus 
antibodies, 446 
indirect fluorescent-antibody test, 446 
modified counterimmunoelectrophoresis test, 446 

Radioimmunoassay 
solid-phase 

St. Louis encephalitis virus, 135 

Rapid carbohydrate degradation microtube method 
Neisseria, 318 

Rapid fermentation method 
N. gonorrhoeae, 89 

Rats 
M. pulmonis infection, 646 
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characteristics of various isolates, 304 
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